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MOBILE TESTING 
BEGINS ON L 


National 
Guardsman 
stops 
vehicles for 
coronavirus 
testing at the 
entrance to 
Jones Beach 
Tuesday. 
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OYSTER BAY EX-SUPERVISOR VENDITTO DEAD AT 70... 
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